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Skidmore, Owings § Merrill 
1201 Connecticut Avenue, N.W. 

Washington, D.C. 20036 

Attention: Alan Carroll 

Gentlemen: 

Per request o£ your subcontractor, the following data 
was verbally transmitted to Bill Levitan of Dames § Moore 
on 14 September 1981: 


1. Present solid waste disposal at Headquarters ■ 

440 cubic yards/week 

2. Projected solid waste disposal after consolidation * 
600 cubic yards /week 


3. Waste is currently trucked to Stump Dump in Great 
Falls; Fairfax Land Fill; and occasionally Lorton, 
Virginia, . 

Please advise if you desire any additional information 
on this matter. 

Sincerely, 


Building Planning Staff 
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